To:  McMillin,  Rick[McMillin. Rick@epa.gov] 

Cc:  Ferguson,  RaiphfFerguson. Ralph@epa.gov];  Brown,  CynthiafBrown. Cynthia@epa.gov]; 

Robinson,  Kathleen[Robinson. Kathieen@epa.gov] 

From:  Milbeck,  Regina 

Sent:  Tue  8/1 8/201 5 9:56:09  PM 

Subject:  RE:  charging  against  the  King  Mine  Spill 


Hi  Rick, 


Did  you  receive  the  email  yesterday  that  I sent  out  regarding  the  Site-Specific  Charging  for  Gold 
King  Mine?  If  not,  I can  resend  it  to  you.  Thanks. 

Missy  Milbeck,  Comptroller 

U.S.  Environmental  Protection  Agency 

Region  6 - Dallas,  TX 

Phone:  214-665-6540 

Cell:  214-789-2701 

milbeck.reaina@epa.gov 

Office  of  the  Regional  Comptroller 


From:  McMillin,  Rick 

Sent:  Tuesday,  August  18,  2015  4:54  PM 

To:  Milbeck,  Regina 

Subject:  charging  against  the  King  Mine  Spill 


Missy, 
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Do  you  know  how  we  should  be  charging  for  any  work  done  on  the  King  Gold  Mine  spill? 
Looks  like  the  lab  will  be  getting  some  samples  starting  on  Thursday,  and  working  through  this 
weekend. 


Rick  McMillin,  Deputy  Branch  Chief 
US  EPA,  Region  6 Laboratory 
10625  Fallstone  Rd. 

Houston,  TX.  77099 


Office:  281-983-2107 
Cell:  832-443-4568 
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